WHERE CHARLES I WAS TRIED

Westminster Hall, standing in close association with the Houses of Parliament, is one of the
most notable buildings in England. It was started at the time of William Rufus, and enlarged
by his successors. The wonderful oak roof, a marvel of capacity, was added by Richard II. in
1397- Much of the Norman workmanship remains, though largely re-lined. The roof is of
stone slabs, supported by the huge beams, and there is no hall in the world so large whose
ceiling is not carried by pillars, except of course steel buildings of our own day. King Charles I.
was condemned in Westminster Hall.
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